Features 


Standard Room Divider Features 


Sound absorbing panels 
Tackable fabric walls 

Molded position control hinges 
Self-leveling casters 

Stable support base 

Full-length metal hinges 
Locking corner casters 

Lower storage latch 

Made in the USA 

Constructed from 76% recycled 
material 

3-year quality guarantee 



















_ Heavy Duty Room Divider Features 
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e Sound absorbing panels 

e Tackable fabric walls 

e Molded position control 
hinges 

e Heavy duty leg assembly 

e Dual casters 

e Reinforced end frame 

e Industrial strength hinges 

e Two gusset plates 

e Multi-unit connector included 

e Upper storage latch 

e Made in the USA 

e Constructed from 76% 
recycled material 

e 3-year quality guarantee 


